BILL NO. 8-70-03 -3j 


SPECIAL ORDINANCE NO. S- 4? 4# 

AN ORDINANCE approving a contract with 
WESTINGHOUSE ELECTRIC SUPPLY COMPANY for 
Air Break Switch for Hobson Substation. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE , 
INDIANA: 

SECTION 1. A certain contract approved March 20, 1970, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and WESTINGHOUSE ELECTRIC SUPPLY COMPANY, 
for: 

One 18832 Royal, Type RG-63 (2) way 
group operated Air Break Switch for 
Hobson Substation, 

for a total cost of $2,160.00, all as more particularly set 

forth on CITY UTILITIES PURCHASE ORDER NO. 1136, which is by 

II r 

reference incorporated herein and made a part hereof, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2 . This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 


L„ 


seconded by 




I 


and duly adopted , read the second time by title and referred 




to the (Committee on) _________ 

„,_Cpgim,is.sion f orrecommendation) (and Public Hearing to be held after due legal notice, 
_nr fhr U - ' I I II ■ lT 1 ri ., m. n y . n T , m . r nj«. T .i,T,in.^ Fort Wayne , Indiana, on 
. the,., ^^-— day of 

K ill iD J 

Date: ,f .. -j. - *? c) 






196 


, at 


O’clock- 


Read the third time in full and on motion by 




City Clerk 


seconded by 




and duly adopted, placed on its passage- 


£ 


Passed (±©ST) by the foHo\J*|ng vote: 
AYES , NAYS , 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 


ABSTAINED 


ABSENT 


L ^ 




Steigerwald t? : 
Tipton 


to -wit: 


Date 


l i -- 7 1 





City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
- i Z p ning ' " ' ll apr>(-6eTrer^ J HK”ATrngxaM'cm--) (Special) CApproprrl^tiron ) Ordinance (KgfoIEffiSSk) No , S~^ £l 7 6 



Bill No, S-7Q-Q3-31 

REPORT OF THE COMMITTEE ON CITY TTTTTiTTTRlS 

We 3 your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with WESTINGHOTTSE ELECTRIC SUPPLY COMPANY for- Air Preak Switch 

_^orJBbilaaap— SiibajLati on , 


have had said Ordinance under consideration and beg leave to report back to the Common 

/<a^ 



/ CONCURRED IN 

DATE ff' f H ' lo F UAD €. BONAH0OM, CITY CLERK 


